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25X1 


Subject: Headquarters Bldg. - Incinerator 
for Disposal of Non-Pul pable 
Classified Waste Materials 


Gentlemen: 


hv thp t Wpci! d rn e K eW ^ h *5 9 cata l og of the "Consumat" incinerator manufactured 
by the Waste Combustion Corporation of Richmond, Virginia. Also enclosed is a 

cinerator" 16 Compliance test dated 15 October, 1971 for the model C-125 P in- 

The local representati ve for these products is: Lee Wiles. Air Pollution 
768-0316) r ° dUCtS ’ InC ” P ’°‘ Box 7066 ’ Alexandn ‘a, Virginia 22307 (Phone (703) 

th^ 0 Ca S a r ty ^ data f ° r ? lassified waste disposal and cost information for the 
three units of primary interest are as follows: 


Model No, 
C-75 
C-120 
C-125 


Capacity (Lb. /Hr.) 
325 
500 
625 


U-c 


Cost (F.O.B. Fact.) 
$ 5,475 
10,100 
16,500 


nn+-fpl=? model . c “ 125 U f ,lt requires a mechanical loader which costs $6600. Some 
additionarcost 9 S SUCh aS m ° re elaborate safet y controls are available at an 

The incinerators are included in the Federal Supply Catalog and the costs 
quoted above™ 61111 Stated therein are approximately 15 percent less than those 

If we can be of further service in this matter, please call on us. 

Very truly yours, 

HENNINGS0N, DURHAM & RICHARDSON 

> (C 

JES/ocd Shea, P.E. 

Enc1osureP pr ° ved For Release 2002/05/07 : CIA-RDP86-00244R000300390002-0 
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